ETag: "0db6a1ea692243cde654021154b6848d"
accept: */*
authorization: LOW egIosupuQipGriwZ:REDACTED_BY_IA_S3
connection: close
content-length: 298012
expect: 100-continue
host: s3.us.archive.org
user-agent: iFixitS3PHPClass
x-amz-acl: public-read
x-amz-auto-make-bucket: 1
x-amz-date: Thu, 28 Feb 2013 19:57:23 GMT
x-archive-interactive-priority: 1
x-archive-meta-author: Andreas
x-archive-meta-date: 2013
x-archive-meta-description: By mixing an audio signal with ultrasound, you can hear the audio as if it's inside your head... even if the 'headphones' are nowhere near your ears.   Here's how to make a simple Neurophone so you can hear using ultrasound. <a href="http://makeprojects.com/Project/Hear+with+Ultrasound+Using+a+TL494+as+a+Flanagan+Neurophone/2487/1">See original source.</a>
x-archive-meta-device: Audio
x-archive-meta-difficulty: Moderate
x-archive-meta-language: eng
x-archive-meta-licenseurl: http://creativecommons.org/licenses/by-nc-sa/3.0/us/
x-archive-meta-mediatype: texts
x-archive-meta-sponsor: iFixit
x-archive-meta-subject: howto;make
x-archive-meta-title: Audio
x-archive-meta-type: How To
x-archive-meta-upload-date: Thu, 28 Feb 13 12:54:25 -0700
x-archive-meta-year: 2013
